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DEPARTMENT  OF  HEALTH  AND 
HUMAN  SERVICES 

Office  of  the  Sectetary 

Privacy  Act  of  1974;  Systems  of 
Records,  Table  of  Contents/Index  for 
the  Annual  RepubKcation 

agency:  Department  of  Health  and 
Human  Services  (HHS),  Office  of  the 
Secretary  (OS),  Office  of  the  Assistant 
Secretary  for  ^blic  Affairs  (OASPA). 
action:  Publication  of  the  Table  of 
Contents /Index  for  the  Department’s 
annual  republication  of  notices  of 
systems  of  records. 

summary:  On  October  27, 1981  the 
Department  made  its  annual 
republication  of  notices  of  systems  of 
records  to  meet  the  requirements  of  5 
U.S.C.  552a(e)(4).  In  order  to  assist  the 
public,  the  Department  publishes  this 
consolidated  list  of  systems  numbers, 
names,  and  Federal  Register  page 
numbers  for  thetDctober  27  issue. 
SUPPLEMENTARY  INFORMATION:  The 
Federal  Register  publication  for  our 
notices  is  Vol.  46,  No.  207,  Book  2:  Pages 
52601-53020.  This  document  included 
more  than  400  notices  of  systems  of 
records  for  the  following  organizations 
of  the  Department: 

•  Office  of  the  Assistant  Secretary  for 

Management  and  Budget  (OASMB). 

•  Office  of  Inspector  General  (OIG). 

•  Office  of  the  Assistant  Secretary  for 

Legislation  (OASL). 

•  Office  of  the  Assistant  Secretary  for 

Public  Affairs  (OASPA). 

•  Executive  Secretariat  (ES). 

•  Office  of  Consumer  Affairs  (OCA). 

•  Office  for  Civil  R^hts  (OCR). 

•  Office  of  the  General  Counsel  (OGC). 

•  Office  of  Child  Support  Enforcement 

(OCSE). 

•  Office  of  the  Assistant  Secretary  for 

Planning  and  Evaluation  (OASP&E). 

•  Region  1.  Administrative  Support 

Center  (ASC). 

•  Office  of  the  Assistant  Secretary  for 

Personnel  Administration 
(OASPER). 

•  Office  of  Human  Development 

Services  (OHDS). 

•  Health  Care  Financing  Administration 

(HCFA). 

•  Office  of  the  Assistant  Secretary  for 

Health  (OASH). 

•  Health  Resources  Administration 

(HRA). 

•  Alcohol,  Drug  Abuse,  and  Mental 

Health  Administration  (ADAMHA). 

•  National  Institutes  of  Health  (NIH). 

•  Center  for  Disease  Control  (CDC). 

•  Health  Services  Administration 

(HSA). 

•  Food  and  Drug  Administration  (FDA). 


•  Social  Security  Administration  (SSA). 
In  order  to  inform  the  public  of  the 

Privacy  Act  restrictions  on  the 
disclosure  of  records  contained  in 
systems  of  records,  we  have  set  forth 
the  “Conditions  of  Disclosure”  section  of 
the  Privacy  Act  (October  27  issue  FR 
page  52604). 

In  addition  we  have  set  forth  the 
following  sections  of  the  Department's 
Privacy  Act  Regulation  45  CFR  Part  5b 
(October  27  issue  FR  pages  52602-4): 

•  5b.5  Notification  of  or  access  to 

records 

•  5b.6  Special  procedures  for 

notification  of  or  access  to  medical 
records 

•  5b.  7  Procedures  for  correction  or 

amendment  of  records,  and 

•  5b.l0  Parents  and  guardians 

This  will  assist  an  individual  by  giving 
him  or  her  the  following  information: 

•  How  to  find  out  if  HHS  has  a  record 

about  him  or  her,  and  how  to  get  a 
copy  of  that  record. 

•  Special  procedures  for  finding  out 

about  medical  records. 

•  Special  procedures  for  finding  out 

about  his  or  her  child’s  medical 
records. 

•  Correcting  mistakes  in  his  or  her 

record. 

•  Special  procedures  pertaining  to 

parents  and  guardians  of  minors 
and  incompetent  persons. 

An  individual  should  consult  the 
Department’s  systems  notices  to 
determine  which  systems  of  records  are 
likely  to  contain  records  pertaining  to 
him  or  her,  to  whom  his  or  her  requests 
should  be  addressed,  and  the  degree  of 
specificity  with  which  he  or  she  should 
make  these  requests.  An  individual’s 
requests  should  then  be  addressed  to 
dm  appropriate  Department  officials 
listed  in  the  systems  notices. 

The  format  for  the  Table  of  Contents/ 
Index  is  as  follows:  system  number/ 
system  name/October  27,  Federal 
Register  page  number. 

Dated;  Novembo-  20, 1981. 

Pamela  G.  Bailey, 

Assistant  Secretary  for  Public  Affairs. 

TABLE  OF  CONTENTS/INDEX 

System  Number/System  Name/FR  Page 
Number 

Office  of  the  Assistant  Secretary  for 
Management  and  Budget  (OASMB) 

*09-90-0001  Telephone  Directory/ 
Locator  System,  HHS/OS/ASMB/ 
OMAS.  p.  52605 

*09-90-0005  Safety  Management 
Information  System  (HHS  Accident, 
Injury,  and  Illness  Reporting  System), 
HHS/OS/ASMB/Office  of  Safety  and 
Occupational  Health,  p.  52606  ' 


*09-90-0023  Department  Parking  Control 
Policy.  HHS/OS/ASMB/FE.  p.  52608 
*09-90-0024  Accounting  Record  of 
Payments  to  Individuals  From  Agency 
and  Regional  Financial  Management 
and  Disbursing  Office,  HHS/OS/ 
ASMB  1.  p.  52609 
09-90-0025  Central  Registry  of 

Individuals  Doing  Business  with  HHS. 
HHS/OS/ASMB  2.  p.  52611 

Office  of  the  Inspector  General  (OIG) 

09-90-0003  Investigative  Files  of  the 
Inspector  General,  HHS/OS/ OIG.  p. 
52612 

09-90-0078  SSI/OPM  Temporary 
Matching  File,  HHS/OS/OIG.  p.  52614 
09-90-0079  Welfare  Fraud  Detection 
File.  HHS/OS/OIG.  p.  52615 

Office  of  the  Assistant  Secretary  for 
Legislation  (OASL) 

09-90-0027  Congressional 
Correspondence  Unit.  HHS/ OS/  ASL. 
p.  52616 

09-90-0072  Congressional  Grants 
Notification  Unit,  HHS/OS/ ASL.  p. 
52617 

Office  of  the  Assistant  Secretary  for 
Public  Affairs  (OASPA) 

*09-90-0028  Biographies  and 
Photographs  of  HHS  Officials,  HHS/ 
OS/ASPA.  p.  52618 
*09-90-0058  Freedom  of  Information 
Case  File  and  Correspondence 
Control  Index.  HHS/OS/ ASPA/FOIA. 
p.  52619 

09-90-0085  Demonstration  Project: 
Application  for  Assistance  in  Order  to 
Comment  on  Proposed  Regulations 
HHS/OS/OASPA.  p.  52620 

Executive  Secretariat  (ES) 

09-90-0037  Secretary's  Correspondence 
Control  System,  HHS/OS/ES.  p.  52621 
09-90-0038  Secretary’s  Official  Files. 

HHS/OS/ES.  p.  52622 
09-90-0080  The  Secretary’s  Advisory 
Committee  Candidate  Files,  HHS/ 
lOS.  p.  52622 

Office  of  Consumer  Affairs  (OCA) 

09-90-0041  Consumer  Mailing  List. 

HHS/OS/  U.S.OCA.  p.  52623 
09-90-0046  Consumer,  Complaint 
Correspondence  System,  HHS/OS/ 
U.S.OCA.  p.  52624 

Office  for  Civil  Rights  (OCR) 

09-90-0050  Case  Information 
Management  System,  HHS/OS/OCR. 
p.  52625 

09-90-0051  Complaint  Files  and  Log. 
HHS/OS/OCR.  p.  52625 
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Office  of  General  Counsel  (OGC) 

09-90-0062  Administrative  Claims, 
HHS/OS/OGC.  p.  52626 
09-90-0064  Litigation  Files, 
Administrative  Complaints,  and 
Adverse  Personnel  Actions,  HHS/OS/ 
OGC.  p.  52628 

09-90-0065  Conflict  of  Interest — 
Standards  of  Conduct  Records,  HHS/ 
OS/OGC.  p.  52629 

09-90-0066  OGC  Attorney  Applicant 
Files,  HHS/OS/OGC.  p.  52630 
09-00-0067  Invention  Reports  Submitted 
to  the  Department  of  Health,  and 
Human  ^rvices  by  its  Employees, 
Grantees  and  Fellowship  Recipients, 
and  Contractors,  HHS/OS/OGC.  p. 
52631 

09-90-0068  Federal  Private  Relief 
Legislation,  HHS/OS/OGC,  p.  52632 
09-90-0071  Social  Security  Code  Cards, 
HHS/OS/OGC.  p.  52633 

Office  of  Child  Support  Enforcement 
(OCSE) 

09-90-0074  Federal  Parent  Locator 
System,  HHS/ OCSE.  p.  52633 

Office  of  Assistant  Secretary  for 
Planning  and  Evaluation  (OASP&E) 

09-90-0081  Michigan  Longitudinal 
Study.  Also  called  The  Panel  Study  of 
Income  Dynamics,  HHS/OS/OASPE. 
p.  52635 

09-90-0082  Pennhurst  Longitudinal 
Study.  Also  called  Court  Ordered 
Deinstitutionalization  of  Pennhurst, 
HHS/OS/OASPE.  p.  52636 
09-90-0086  Medicare  Mental  Health 
Demonstration  Evaluation  (MMHDE), 
HHS/OS/OASPE.  p.  52637 
09-90-0087  Recipient  Survey  for  the 
Monthly  Reporting  and  Retrospective 
Accounting  Study,  HHS/OS/OASPE. 
p.  52638 

Region  I,  Administrative  Suppmt  Center 
(ASC) 

09-90-0075  MBTA  Prepaid  Pass  Program 
Participants,  HHS/ROI/ARD.  p.  52639 

Office  of  the  Assistant  Secretary  for 
Personnel  Administration  (ASPER) 

09-90-0002 — Investigatory  Material 
Compiled  for  Security  and  Suitability 
Purposes,  HHS/ OS/ ASPER.  p.  52641 
*09-90-0006-^Applicants  for 
Employment  Records,  HHS/OS/ 
ASPER.  p.  52642 

*09-90-0007 — Complaints  and  Inquiries 
Records — Miscellaneous,  HHS/OS/ 
ASPER.  p.  52645 

*09-90-0008 — Conflict  of  Interest 
Records,  HHS/OS/ ASPER.  p.  52646 
*09-90-0009 — Discrimination 
Complaints  Records,  HHS/OS/ 
ASPER.  p.  52647 


*Systems  are  Department-wide  with  Office  of  the 
Secretary  policy  guidance  but  with  local  operational 
control. 


*09-90-0010 — ^Employee  Alcoholism, 

Drug  Abuse  and  Emotional  Problem 
Counseling  and  Referral  Records, 
HHS/OS/ ASPER.  p.  52649 
*09-90-0011 — Employee  Appraisal 
Program  Records,  HHS/OS/ ASPER.  p. 
52651 

*09-90-0012 — ^Executive  Development 
Records,  HHS/OS/ASPER.  p.  52652 
*09-90-0013 — Federal  Employees 
Occupational  Health  Program 
Records,  HHS/OS/ASPER.  p.  52653 
*00-90-0014 — Grievances  Filed  Under 
Part  771  of  5  CFR,  HHS/OS/ASPER.  p. 
52654 

*09-90-0015 — Grievance  Records  Filed 
Under  Procedures  Established  by 
Labor-Management  Negotiations, 
HHS/OS/ASPER.  p.  52655 
*09-90-0016— HHS  Motor  Vehicle 
Operator  Records,  HHS/OS/ASPER. 
p.  52657 

*09-90-0017 — Pay,  Leave,  and 
Attendance  Records,  HHS/OS/ 
ASPER.  p.  52658 

*09-00-0018 — Personnel  Records  in 
Operating  Offices,  HHS/OS/ASPER. 
p.  52661 

*09-90-0019 — Special  Employment 
Program  Records,  HHS/OS/ASPER.  p. 
52662 

*09-90-0020 — Suitability  for 
Employment  Records,  HHS/OS/ 
ASPER.  p.  52663 

*09-90-0021 — ^Training  Management 
Information  System,  HHS/OS/ASPER. 
p. 52665 

*09-90-0022 — Volimteer  EEO  Support 
Personnel  Records,  HHS/OS/ASPER. 
p.  52666 

*09-90-0036 — Employee  Suggestion 
Program  Records,  HHS/OS/ASPER.  p. 
52667 

*09-90-0059 — Federal  Advisory 
Committee  Membership  Fites,  HHS/ 
OS/ ASPER.  p.  52668 
*09-90-0069 — Unfair  Labor  Practice 
Records,  HHS/OS/ASPER.  p.  52669 

Office  of  Human  Development  Services 
(HDS) 

09-80-0002 — Developmental  Disabilities 
Complaints  and  Correspondence  Files. 
HHS  HDS  ADD  R07.  p.  52671 
09-80-0009— ACYF  Mailing  List.  HHS 
HDS  ACYF  RIO.  p.  52672 
09-80-0020 — HDS  ^blications 
Distribution  Mailing  List.  HHS  HDS 
OPA.  p.  52672 

09-80-0021— Data  Bank  on  Delegates 
and  Observers /1981  White  House 
Conference  on  Aging.  HHS  HDS 
WHCOA.  p.  52673 

09-80-0022 — Longitudinal  Evaluation  of 
the  National  Nutrition  Program  for  the 
Elderly.  HHS  HDS  AoA.  p.  52674 


Health  Care  Financing  Administration 
(HCFA) 

09-70-0001 — ^Medicare  Second  Surgical 
Opinion  Experiments,  HHS/HCFA/ 
ORDS.  p.  52676 
09-70-0004 — Durable  Medical 
Equipment  Experiment,  HHS/HCFA/ 
ORDS.  p.  52677 

09-70-0005 — ^Medicare  Bill  File 
(StaHsHcs),  HHS/HCFA/ORDS.  p. 
52678 

09-70-0006 — ^Medicare  Enrollment 
Records  (Statistics),  HHS/HCFA/ 
ORDS.  p.  52679 
09-70-0007 — Health  Insurance 
Enrollment  Statistics — General 
Enrollment  Period,  HHS/HCFA/ 
ORDS.  p.  52680 

09-70-0008 — Supplementary  Medical 
Sample  Bill  Summary  File  of  Medicare 
Utilization  (Statistics],  HHS/HCFA/ 
ORDS.  p.  52681 

09-70-0010 — Current  Medicare  Survey 
(Statistics),  HHS/HCFA/ORDS.  p. 
52681 

09-70-0011 — ^Evaluation  of  the  Impact  of 
Surgical  Screening  Based  Upon  Union 
Member  Utilization  of  the  Pi«-Surgical 
Consultant  Benefit  (Statistics),  HHS/ 
HCFA/ORDS.  p.  52682 
09-70-0013 — Annual  5  Percent  Summary 
File  of  Services  Reimbursed  Under  the 
Medicare  Program  (Statistics],  HHS/ 
HCFA/ORDS.  p.  52683 
09-70-0014 — Survey  of  Physicians’ 
Administrative  and  Practice  Costs 
and  Medicaid  Participation,  HHS/ 
HCFA/ORDS.  p.  52684 
09-70-0015 — Ambulatory  Surgery 
Research  Project,  HHS/HCFA/ORDS. 
p.  52684 

09-70-0017 — Health  Insurance  Benefit 
and  Actuarial  Sample  Control 
Systems,  HHS/HCFA/ORDS.  p.  52685 
09-70-0018 — Actuarial  Health  Insurance 
and  Supplementary  Insurance 
(Medicare),  HHS/HCFA/ORDS.  p. 

52686 

09-70-0019 — Actuarial  Sample  Hospital 
Stay  Record  Study,  HHS/HCFA/ 
ORDS.  p.  52686 

09-70-0020 — Actuarial  Sample  of 
Supplementary  Medical  Insurance 
Payments.  HHS/HCFA/ORDS.  p. 

52687 

09-70-0021 — Health  Maintenance 
Organization  Prospective 
Reimbursement  Demonstrations, 
HHS/HCFA/ORDS.  p.  52688 
09-70-0022 — Municipal  Health  Service 
Program,  HHS/HCFA/ORDS.  p.  52689 
09-70-0023 — Evaluation  of  the  Home 
Dialysis  Aide  Demonstration,  HHS/ 
HCFA/ORDS.  p.  52690 
09-70-0024 — Medicare/Medicaid 
Hospice  Demonstration,  HHS/HCFA/ 
ORDS.  p.  52692 
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09-70-0025 — Evaluation  of  the  Long- 
Term  Home  Health  Care  Program, 
HHS/HCFA/ORDS.  p.  52695 
09-70-0501 — Carrier  Medicare  Claims 
Records.  HHS/HCFA/BPO.  p.  52696 
09-70-0602 — Health  Insurance  Master 
Record.  HHS/HCFA/BPO.  p.  52698 
09-70-0503 — Intermediary  Medicare 
Claims  Records,  HHS/HCFA/BPO.  p. 
52699 

09-70-0504 — Beneficiary  Parts  A  and  B 
Uncollectible  Overpayment  File. 
HHS/HCFA/BPO.  p.  52701 
09-70-0505 — Supplemental  Medical 
Insurance  Accounting  Collection  and 
Enrollment  System,  HHS/HCFA/BPO. 
p.  52701 

09-70-0506 — Croup  Health  Plan  System. 

HHS/HCFA/BPO.  p.  52702 
09-70-0507 — Health  Insurance 
Utilization  Microfilm,  HHS/HCFA/ 
BPO.  p.  52703 

09-70-(W08 — Reconsideration  and 
Hearing  Case  Files  (Part  A)  Hospital 
Insurance  Program,  HHS/HCFA/BPO. 
p.  52704 

09-70-0509 — Medicare  Beneficiary 
Correspondence  Files,  HHS/HCFA/ 
BPO.  p.  52704 

09-70-0510 — Alphabetical  Name  File 
(Folder)  of  Health  Insurance  Program 
Consultants,  HHS/HCFA/BPO.  p. 

52705 

09-70-0612 — Review  and  Fair  Hearing 
Case  Files — Supplementary  Medical 
Insurance  Program,  HHS/HCFA/BPO. 
p.  52706 

09-70-0513 — Explanation  of  Medicare 
Benefit  Records.  HHS/HCFA/BPO.  p. 

52706 

09-70-0516 — Medicare  Physician/ 
Supplier  Master  File,  HHS/HCFA/ 
BPO.  p.  52707 

09-70-0517 — Physician/ Supplier  1099 
File  (Statement  for  Recipients  of 
Medical  and  Health  Care  Payments). 
HHS/HCFA/BPO.  p.  52708 
09-70-0518 — ^Medicare  Clinic  Wiysician/ 
Supplier  Master  File,  HHS/HCFA/ 

.  BPO.  p.  52709 

09-70-0520 — End  Stage  Renal  Disease 
(ESRD)  Program  Management  and 
Medical  Information  System 
(Registry).  HHS/HCFA/BPP.  p.  52710 
09-70-0521 — Medicare  Beneficiary 
Claims  for  Emergency  Services,  HHS/ 
HCFA/BPO.  p.  52711 
09-70-0522 — ^Billing  and  Collection 
Master  Record  System.  HHS/HCFA/ 
BPO.  p.  52712 

09-70-1504 — Physical  Therapists 
Proficiency  Answer  Sheets  and  Test 
Results  (Medicare),  HHS/HCFA/ 
HSQB.  p.  52713 

09-70-15(]fe — Psychiatric  Technician 
Proficiency  Aiiswer  Sheets  and  Test 
Results  (Medicare).  HHS/HCFA/  , 
HSQB.  p.  52713 

09-70-t 507 — ^Waivered  Licensed 
Practical  Nurse  Proficiency  Exam 


Answer  Sheets  and  Test  Results 
(Medicare).  HHS/HCFA/HSQB.  p. 
52714 

09-70-1509 — Complaint  Files  on  Nursing 
Homes.  HHS/HCFA/HSQB.  p.  52715 
09-70-1510 — Professional  Qualification 
Files.  HHS/HCFA/HSQB.  p.  52715 
09-70-2002 — HCFA  Program  Integrity/ 
Program  Validation  Case  Files,  HHS/ 
HCFA/BQC.  p.  52717 

Office  of  the  Assistant  Secretary  for 
Health  (OASH) 

09-37-0001  Office  of  the  Assistant 
Secretary  for  Health  Correspondence 
Control  System,  HHS/OASH/OM.  p. 
52723 

09-37-0002  PHS  Commissioned  Officer 
Personnel  Data  System,  HHS/OASH/ 
OM.  p.  52724 

09-37-0003  PHS  Commissioned  Corps 
Medical  Records,  HHS/OASH/OM.  p. 
52725 

09-37-0004  PHS  Commissioned  Corps 
Training  Files,  HHS/OASH/OM.  p. 
52727 

09-37-0005  PHS  Commissioned  Corps 
Board  Proceedings.  HHS/OASH/OM. 
p.  52728 

09-37-0006  PHS  Commissioned  Corps 
Grievance.  Non-Board  and  Pre-Board 
Involuntary  Retiremeht/Separation 
and  Disciplinary  Files,  HHS/OASH/ 
OM.  p.  52729 

09-37-0007  PHS  Commissioned  Corps 
General  Personnel  Recxirds.  HHS/ 
OASH/OM.  p.  52730 
09-37-0008  I^IS  Commissioned  Corps 
Unofficial  Personnel  Files  and  Other 
Station  Files.  HHS/OASH/OM.  p. 
52731 

09-37-0009  Applied  Statistics  Training 
Institute  Applicants  and  Students, 
HHS/OASH/OHRST.  p.  52732 
09-37-0010  Health  and  Demographic 
Surveys  Conducted  in  Probability 
Samples  of  the  U.S.  Population.  HHS/ 
OASH/OHRST.  p.  52733 
09-37-0011  Health  Manpower 
Inventories  and  Surveys,  HHS/ 
OASH/OHRST.  p.  52734 
09-37-0012  Vital  Statistics  for  Births, 
Deaths,  Fetal  Deaths,  Marriages  and 
Divorces  Occurring  in  the  United 
States  During  Each  Year,  HHS/ 
OASH/OHRST.  p.  52735 
09-37-0013  Health  Resources 
Utilization  Statistics,  HHS/OASH/ 
OHRST.  p.  52736 
09-37-0014  Curricula  Vitae  of 
Consultants  to  the  National  Center  for 
Health  StatisHcs,  HHS/OASH/ 
OHRST.  p.  52737 

09-37-0015  National  Center  for  Health 
Services  Research  Grants  Records 
System.  HHS/OASH/OHRST.  p. 

52738 

Health  Resources  Administration  (HRA) 

09-35-0005  Cycle  II  Dentist  Survey. 
HHS/HRA/BHPr.  p.  52741 


09-37-0009  Chattanooga  Incremental 
Care  Program,  HHS/HRA/BHPr.  p. 
52741 

09-35-0013  Indo-China  Refiigee 
Physicians  and  Medical  Students. 
HHS/HRA/BHPr.  p.  52742 
09-35-0014  National  Research  Service 
Awards.  HHS/HRA/BHPr.  p.  52742 
09-35-0016  Professional  Nurse 
Traineeships,  HHS/HRA/BHPr.  p. 
52743 

09-35-0027  Consultants  for  Office  of 
Health  Resources  Opportunity,  HHS/ 
HRA/OHRO.  p.  52744  ' 

09-35-0044  Health  Professions 
Planning  and  Evaluation,  HHS/HRA/ 
OA.  p.  52744 

09-35-0045  Nurse  Practitioner 
Traineeships,  HHS/HRA/BHPr.  p. 
52745 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration  (ADAMHA) 

09-30-0002  Statistical  Research  Data 
on-Adolescent  Rimaways  in  Prince 
Georges  County,  Md.,  HHS/ 
ADAMHA/NIMR  p.  52749 
09-30-0003  Medical  Records  Files  of 
Patients  Seen  in  Therapy  in  Mental 
Health  Study  Center.  HHS/ 
ADAMHA/NIMH.  p.  52749 
09-30-0004  Intrammal  Research 
Program  Records,  HHS/ADAMHA/ 
NIMR  p.  52750 

09-30-0005  Saint  Elizabeths  Hospital 
Research  Subjects  Data  Records. 
HHS/ ADAMHA/NIMH.  p.  52751 
09-30-0006  Saint  Elizabeths  Hospital 
Medical  Support  Programs  File 
System.  HHS/ADAMHA/NIMH.  p. 

52752 

09-30-0007  Saint  Elizabeths  Hospital 
Clinical  Support  Services  Record 
System.  HHS/ADAMHA/NIMH.  p. 

52753 

09-30-0008  Saint  Elizabeths  Hospital 
Social  Services  Record  System.  HHS/ 
ADAMHA/NIMH.  p.  52755 
09-30-0009  Saint  Elizabeths  Hospital 
Multidisciplinary  Raw  Data 
Consultation  Files.  HHS/ ADAMHA/ 
NIMH.  p.  52757 

09-30-0010  Saint  Elizabetljs  Hospital 
juvenile  Education  Monitoring 
System.  HHS/ADAMHA/NIMH.  p. 
52758 

09-30-0011  Saint  Elizabeths  Hospital 
Admission  Service  Non-Admission 
File  System,  HHS/ADAMHA/NIMH. 
p.  52759 

09-30-0012  Saint  Elizabeths  Hospital 
Pre-Service  Education  Recwds.  HHS/ 
ADAMHA/NIMH.  p.  52760 
09-30-0013  Saint  Elizabeths  Hospital 
Training  Videotape  Records.  HHS/ 
ADAMHA/NIMH.  p.  52761 
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09-30-0014  Saint  Elizabeths  Hospital 
Financial  System,  HHS/ADAMHA/ 
NIMH.  p.  52762 

09-30-0015  Saint  Elizabeths  Hospital 
General  Security  System,  HHS/ 
ADAMHA/NIMH.  p.  52763 
09-30-0016  Saint  Elizabeths  Hospital 
Patients’  Personal  Property  Record, 
HHS/ ADAMHA/NIMH.  p.  52763 
09-30-0017  Saint  Elizabeths  Hospital 
Legal  Office  Record  System,  HHS/ 
ADAMHA/NIMH.  p.  52764 
09-30-0018  Saint  Elizabeths  Hospital 
Area  D  Community  Mental  Health 
Center  Citizens  Advisory  Group 
Records,  HHS/ ADAMHA/NIMH.  p. 
52765 

09-30-0019  Saint  Elizabeths  Hospital 
Court-Ordered  Forensic  Investigatory 
Materials  File,  HHS/ADAMHA/ 
NIMH.  p.  52766 

09-30-0020  Administrative  Records  on 
Civilly  Committed  Drug  Abusers 
under  the  Narcotic  Ad^ct 
Rehabilitation  Act,  HHS/ADAMHA/ 
NIDA.  p.  52767 

09-30-0021  Patient  Medical  Records  on 
PHS  Beneficiaries  1935-1974  and 
Civilly  Committed  Narcotic  Addicts 
1967-1974  Treated  at  PHS  Hospitals, 
HHS/ADAMHA/NIDA.  p.  52767 
09-30-0022  National  Institute  on  Drug 
Abuse  Addiction  Research  Center 
Federal  Prisoner  and  Non-Prisoner 
Patient  FUes,  HHS/ADAMHA/NIDA. 
p.  52768 

09-30-0023  Records  of  Contracts 
Awarded  to  Individuals,  HHS/ 
ADAMHA/OA.  p,  52760 
09-30-0024  Saint  Elizabeths  Hospital 
General  Administrative  Record 
System,  HHS/ ADAMHA/NIMH.  p. 

52770 

09-30-0025  Maryland  Psychiatric  Case 
Register,  HHS/ADAMHA/NIMH.  p. 

52771 

09-30-0026  Saint  Elizabeths  Hospital 
Research  Project  Records,  HHS/ 
ADAMHA/NIMH.  p.  52771 
09-30-0027  Grants:  Research,  Research 
Training,  Research  Scientist 
Development,  Education, 
Demonstration,  Fellowships,  Clinical 
Training,  Community  Services, 
Cooperative  Agreements,  HHS/ 
ADAMHA/OA.  p.  52772 
09-30-0028  Saint  Elizabeths  Hospital 
General  Medical/Clinical  Records 
System  and  Related  Indexes,  HHS/ 
ADAMHA/NIMH.  p.  52774 
09-30-0029  Records  of  Guest  Workers, 
HHS/ ADAMHA/OA.  p.  52776 
09-30-0030  Records  of  Visiting 
Fellows.  HHS/ ADAMHA/OA.  p. 
52777 

09-30-0031  Saint  Elizabeths  Hospital 
Biometrics  System,  HHS/ADAMHA/ 
NIMR  p.  52778 

09-30-0033  Correspondence  Files, 
HHS/ADAMHA/OA.  p.  52779 


09-30-0034  Professional  Development 
Program  Registries  of  the  National 
Training  System  for  Substance  Abuse 
Services.  HHS/ADAMHA/NIDA.  p. 
52779 

09-30-0035  Three  Mile  Island  Mental 
Health  Survey  Respondents  Records, 
HHS/ADAMHA/NIMH.  p.  52780 
09-30-0036  Mental  Health 
Epidemiologic  and  Biometric 
Research.  HHS/ADAMHA/NIMH.  p. 
52782 

National  Institutes  of  Health  (NIH) 

09-25-0001  Clinical  Research:  Patient 
records.  HHS/NIH/NHLBI.  p.  52787 
09-25-0002  Clinical  Research:  Patient 
Phonocardiogram  Records,  HHS/NIH/ 
NHLBI.  p.  52787 

09-25-0003  Administration:  Authorized 
Radionuclide  Users  File,  HHS/NIH/ 
CmS.  p.  52788 

09-25-0004  Administration:  Registry  of 
Individuals  Exposed  to  Chemical 
Carcinogens,  HHS/NIH/ORS.  p.  52788 
09-25-0005  Administration:  Library 
Circulation  and  User  ID  File,  HHS/ 

■  NIH/OD.  p.  52789 
09-25-0007  Administration:  NIH 
Employees  Safety  Shoes  and  Safety 
Glasses  Issuance  Program.  HHS/NIH/ 
ORS.  p.  52789 

09-25-0008  Administration:  Radiation 
Workers  Monitoring,  HHS/NIH/ORS. 
p.  52790 

09-25-0009  Clinical  Research: 
Radiotherapy  Patient  File,  HHS/NIH/ 
ORS.  p.  52790 

09-25-0010  Research  Resources: 
Registry  of  Individuals  Exposed  to 
Microbial  Agents.  HHS/NIH/ORS.  p. 
52791 

09-25-0011  Clinical  Research:  Blood 
Donor  Records,  HHS/NIH/CC.  p. 

52791 

09-25-0012  Clinical  Research: 
Candidate  Normal  Volunteer  Records, 
HHS/NIH/CC.  p.  52792 
09-25-0013  Clinical  Research: 
Preadmission  Medical  Records,  HHS/ 
NIH/CC.  p.  52792 

09-25-0014  Clinical  Research:  Student 
Records,  HHS/NIH/CC.  p.  52793 
09-25-0015  Clinical  Research: 
Collaborative  Clinical  Epilepsy 
Research,  HHS/NIH/NINCDS.  p. 

52793 

09-25-0016  Clinical  Research: 
Collaborative  Perinatal  Project,  HHS/ 
NIH/NINCDS.  p.  52794 
09-25-0017  Clinical  Research: 
Epidemiology  Studies  Files,  HHS/ 
NIH/NINCDS.  p.  52795 
09-25-0019  Clinical  Research: 
Individuals  Referred  for  Genetic 
CounseUng,  HHS/NIH/NINCDS.  p. 
52796 

09-25-0020  Clinical  Research:  Genetics 
of  Neurological  Disorders,  HHS/NIH/ 
NINCDS.  p.  52796 


09-25-0021  Clinical  Research:  Guam 
Patient/Control  Registry.  HHS/NIH/ 
NINCDS.  p,  52797 

09-25-0024  Clinical  Research:  Medical 
Neurology  Branch  Patients'  Medical 
Histories.  HHS/NIH/NINCDS.  p. 

52798 

09-25-0026  Clinical  Research:  Nervous 
System  Studies,  HHS/NIH/NINCDS. 
p.  52798 

09-25-0028  CUnical  Research:  Patient 
Medical  Histories,  HHS/NIH/ 

NINCDS.  p.  52799 
09-25-0031  Clinical  Research: 
Serological  and  Virus  Data  on 
Participants  in  Studies  Related  to  the 
Central  Nervous  System,  HHS/NIH/ 
NINCDS.  p.  52800 

09-25-0033  International  Activities: 
Fellowships  Awarded  by  Foreign 
Organizations,  HHS/NIH/FIC.  p. 

52800. 

09-25-0034  International  Activities: 
Scholars  Program,  HHS/NIH/FIC.  p. 
52801 

09-25-0035  International  Activities: 
International  Health  Exchange 
Programs  Participants,  HHS/NIH/FIC. 
p.  52801 

09-25-0036  Grants:  IMPAC  (Grant/ 
Contract  Information),  HHS/NIH/ 
DRG.  p.  52802 

09-25-0037  Clinical  Research: 
Gerontology  Research  Center 
Longitudinal  Aging  Study,  HHS/NIH/ 
NLA.  p.  52803 

09-25-0038  Clinical  Research:  Patient 
Data.  HHS/NIH/NIADDK.  p.  52803 
09-25-0039  Clinical  Research:  Diabetes 
Mellitus  Research  Study  of 
Southwestern  American  Indians. 
HHS/NIH/NIADDK.  p.  52804 
09-25-0040  Clinical  Research: 
Southwestern  American  Indian 
Patient  Data,  HHS/NIH/NIADDK.  p. 
52805 

09-25-0041  Research  Resources: 
Scientists  Requesting  Hormone 
Distribution,  HHS/NIH/NIADDK.  p. 
52805 

09-25-0042  Clinical  Research:  National 
Institute  of  Dental  Research  Patient 
Records.  HHS/NIH/NIDR.  p.  52806 
09-25-0043  Clinical  Research: 
Pharyngeal  Development  Patients, 
HHS/NIH/NIDR.  p.  52807 
09-25-0044  Clinical  Research:  Sensory 
Testing  Research  Program,  HHS/NIH/ 
NIDR.  p.  52807 

09-25-0046  Clinical  Research:  Catalog 
of  Clinical  Specimens  from  Patients, 
Volunteers  and  Laboratory  Personnel, 
HHS/NIH/NIAID.  p.  52808 
09-25-0048  Clinical  Research:  Blood  or 
Parasite  Donors  for  Serology- 
Epidenuology  Parasite  Research, 
HHS/NIH/NIAID.  p.  52809 
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09-25-0049  Clinical  Research:  Atlanta 
Federal  Prison  Malaria  Research 
Projects.  HHS/NIH/NIAID.  p.  52809 
09-25-0050  Grants:  Trainees  Record 
System.  HHS/NIH/NIAID.  p.  52810 
09-25-0051  Grants:  NIH  Fellowship 
Payroll,  HHS/NIH/DFM.  p.  52811 
09-25-0053  Clinical  Research: 
Participants  in  Vision  Studies,  HHS/ 
NIH/NEI.  p.  52811 

09-25-0054  Administration:  Employees 
Receiving  Accountable  Property, 
HHS/NIH/ORS.  p.  52812 
09-25-0055  Clinical  Research: 

Baltimore  Cancer  Research  Program 
PaUents,  HHS/NIH/NCI.  p.  52812 
09-25-0057  Clinical  Research:  Burkitt’s 
Lymphoma  Registry,  HHS/NIH/NCI. 
p.  52813 

09-25-0060  Clinical  Research:  Division 
of  Cancer  Treatment  Clinical 
Investigations,  HHS/NIH/NCI.  p. 

52813 

09-25-0064  Clinical  Research; 

Japanese  Hawaiian  Cancer  Studies, 
HHS/NIH/NCI.  p.  52814 
09-25-0067  Clinical  Research:  National 
Cancer  Incidence  Surveys,  HHS/NIH/ 
NCI.  p.  52815 

09-25-0068  Clinical  Research:  National 
Cancer  Institute/ American  Cancer 
Society  National  Breast  Cancer 
Screening  of  Antihypertensives,  HHS/ 
NIH/NCI.  p.  52815 
09-25-0069  NIH  Clinical  Center 
Admissions  of  the  National  Cancer 
Institute,  HHS/NIH/NCI,  p.  52816 
09-25-0074  Clinical  Research: 

Veterans  Administration  Bladder  & 
Prostate  Cancer  Clinical  Trials,  HHS/ 
NIH/NCI.  p.  52817 

09-25-0075  Administration:  Principal 
Investigators  Submitting  Proposals  for 
Protection  from  Research  Risks,  HHS/ 
NIH/OD.  p.  52817 
09-25-0077  Clinical  Research: 
Biological  Carcinogenesis  Branch 
Human  Specimen  Program,  HHS/ 
NIH/NCI.  p.  52818 

09-25-0078  Administration:  Consultant 
File.  HHS/NIH/NHLBI.  p.  52819 
09-25-0084  Administration:  Curricula 
Vitae  of  Scientists,  Consultants,  and 
Board  and  Commission  Members, 
HHS/NIH/NIADDK.  p.  52819 
09-25-0087  Administration:  Employees 
and  Consultants,  HHS/NIH/NIAID.  p. 

52820 

09-25-0088  Clinical  Research: 
Researchers  Using  H-2  Soluble 
Antigen  and  H-2  Antiserum,  HHS/ 
NIH/NIAID.  p.  52820 
09-25-0089  Clinical  Research:  HLA 
Antiserum  and  Tray  Users,  HHS/ 
NIH/NIAID.  p.  52821 
09-25-0091  Administration:  General 
Files  on  Employees,  Donors  and 
Correspondents,  HHS/NIH/NEI.  p. 

52821 


09-25-0093  Administration:  Authors, 
Reviewers  and  Members  of  the 
Journal  of  the  National  Cancer 
Institute,  HHS/NIH/NCI.  p.  52822 
00-25-0095  Contracts:  Principal 
Investigators,  Project  Officers  and 
Contract  Specialists  on 
Carcinogenesis  Contracts  & 

Intramural  Projects,  HHS/NIH/NCa.  p. 
52822 

09-25-0096  Contracts:  National  Cancer 
Institute  Contract  Management 
System  Principal  Investigators,  Projer 
Officers  and  Contract  Specialists, 
HHS/NIH/NCI.  p.  52823 
09-25-0098  Contracts:  Carcinogenesis 
Extramural  Program’  Principal 
Investigators,  Project  Officers  and 
Conti'act  Specialists,  HHS/NIH/NCI. 
p.  52823 

09-25-0099  Clinical  Research;  Patient 
Medical  Records.  HHS/NIH/CC.  p. 
52824 

09-25-0100  Clinical  Research: 
Neuropharmacology  Studies,  HHS/ 
NIH/NINCDS.  p.  52824 
09-25-0102  Administration:  Grants 
Associates  Programs  Working  Files, 
HHS/NIH/DRG.  p.  52825 
09-25-0105  Administration:  Health 
Records  of  Employees,  Visiting 
Scientists,  Fellows,  Contractors  and 
Relatives  of  Inpatients,  HH6/NIH/ 

OD.  p.  52826 

09-25-0106  Administration:  Executive 
Secretariat  Correspondence  Records, 
HHS/NIH/OD.  p.  52826 
09-25-0108  Personnel:  Guest  Workers/ 
Visiting  Fellows/Student  Scientist/ 
Scientists  Emeriti,  HHS/NIH/DPM.  p. 
52827 

09-25-0112  Grants:  Research,  Reseeu'ch 
Training,  Fellowship  and  Contruction 
Applications  and  Awards,  HHS/NIH/ 
OD.  p.  52827 

09-25-0114  Contracts:  Personal 
Services  Contractors,  HHS/NIH/ 
NIGMS.  p.  52830 

09-25-0115  Administration:  Curricula 
Vitae  of  Consultants  and  Clinical 
Investigators,  HHS/NIH/NIAID.  p. 
52830 

09-25-0116  Contracts:  Medical 
Consultants  Under  Professional 
Services  Contracts,  HHS/NIH/NIAID. 
p.  52830 

09-25-0117  International  Activities; 
US-Japan  Program  Panel  Members, 
HHS/NIH/NIAID.  p.  52831 
09-25-0118  Contracts:  Professional 
Services  Contractors,  HHS/NIH/NCI. 
p.  52831 

09-25-0121  International  Activities: 
Senior  International  Fellowships 
Program,  HHS/NIH/FIC.  p.  52832 
09-25-0123  Clinical  Research:  Clinical 
•  Trials  Dealing  with  Fertility- 
Regulating  Methods,  HHS/NiH/ 
NICHD,  p.  52832 


09-25-0124  Administration: 

Pharmacology  Research  Associates, 
HHS/NIH/NIGMS.  p.  52833 
09-25-0126  Clinical  Research:  National 
Heart,  Lung,  and  Blood  Institute 
Epidemiological  and  Biometric 
Studies.  HHS/NIH/NHLBI.  p.  52833 
09-25-0127  Clinical  Research:  Clinical 
Trials  Dealing  with  Phototherapy  for 
Neonatal  Hyperbilirubinemia,  HHS/ 
NIH/NICHD.  p.  52835 
09-25-0128  Clinical  Research:  Neural 
Prosthesis  &  Biomedical  Engineering 
Studies,  HHS/NIH/NINCDS.  p.  52836 
09-25-0129  Clinical  Research:  Clinical 
Research  Studies  dealing  with 
Hearing,  Speech,  Language  and 
Chemosensory  Disorders,  HHS/NIH/ 
NINCDS.  p.  52836 
09-25-0130  Clinical  Research: 
Environmental  Epidemiologic  Studies 
in  the  Division  of  Cancer  Cause  and 
Prevention,  HHS/NIH/NCI.  p.  52837 
09-25-0131  Clinical  Research:  Clinical 
Epidemiologic  Studies  in  the  Division 
of  Cancer  Cause  and  Prevention, 
HHS/NIH/NCI.  p.  52838 
09-25-0133  Clinical  Research:  Kidney 
Transplant  Histocompatibility  Study 
(KTHS),  HHS/NIH/NIAID.  p.  52839 
09-25-0134  Clinical  Research: 
Epidemiology  Studies,  National 
Institute  of  Environmental  Health 
Sciences,  HHS/NIH/NIEHS.  p.  52839 
09-25-0135  Grants:  PROPHET  System 
Applicants’  Research:  Prospectuses, 
HHS/NIH/DRR.  p.  52840 
09-25-0137  Administration:  Medical 
Library  Management  Intern  Program, 
HHS/NIH/NLM.  p.  52841 
09-25-0138  Biomedical  Research: 
Studies  of  Possible  Influence  on 
Cognitive  and  Emotional  Development 
of  Children.  HHS/NIH/NICHD.  p. 
52842 

09-25-0140  International  Activities: 
Scientific  Visitors  at  the  National 
Institutes  of  Health.  HHS/NIH/FIC.  p. 
52842 

09-25-0141  Patient  and  Donor  Records 
in  Blood  Component  Support  Program 
for  the  Division  of  Cancer  Treatment, 
HHS/NIH/NCI.  p.  52843 
09-25-0142  Clinical  Research:  Records 
of  Subjects  in  Intramural  Research, 
Epidemiology,  Demography  and 
Biometry  Studies  on  Aging,  HHS/ 
NIH/NIA.  p.  52844 
09-25-0143  Biomedical  Research: 
Records  of  Subjects  in  Clinical, 
Epidemiologic  and  Biometric  Studies 
of  the  National  Institute  of  Allergy 
and  Infectious  Diseases,  HHS/NIH/ 
NIAID.  p.  52845 

09-25-0147  Records  of  Participants  in 
Programs  and  Respondents  in  Surveys 
Used  to  Evaluate  ih'ograms  of  the 
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National  Heart,  Lune  and  Blood 
Institute,  HHS/NIH/NHLBI.  p.  52846 
09-25-0148  Contracted  and  Contract- 
Related  Research;  Records  of  Subjects 
in  Clinical,  Epidemiological  and 
Biomedical  Studies  of  the  National 
Institute  of  Nemological  and 
Communicative  Disorders  and  Stroke, 
HHS/NIH/NINCDS.  p.  52847 
09-25-0149  Records  of  Participants  in 
Programs  and  Respondents  in  Surveys 
Used  to  Evaluate  ^ograms  of  the 
National  Institute  of  General  Medical 
Sciences,  HHS/NIH/NIGMS.  p.  52848 
09-25-0150  Records  of  Participants  in 
Programs  and  Repondents  in  Surveys 
Used  to  Evaluate  Programs  of  the 
National  Institute  of  ^vironmental 
Health  Sciences,  HHS/NIH/NIEHS.  p. 
52849 

Centers  for  Disease  Control  (CDC) 

09-20-0000  Cooperative  Mycoses 
Study.  HHS/CDC/OCD.  p.  52852 
09-20-0001  Certified  Interpreting 
Physician  File.  HHS/CDC/NIOSR  p. 
52853 

09-20-0027  Radiation  Exposure 
Records  for  NIOSH  Employees.  HHS/ 
CDC/NIOSH.  p.  52854 
09-20-0055  Research/Demonstration, 
and  Training  Grants,  and  Cooperative 
Agreements  Application  Files.  HHS/ 
CDC/NIOSH.  p.  52855 
09-20-0059  Division  of  Training 
Mailing  Ust.  HHS/CDC/NIOSH.  p. 
52856 

09-20-0062  Diagnosis  of  Occupational 
Disease  by  Analysis  of  Body  Fluids  or 
Tissues  through  Biochemical  or 
Clinical  Chemical  Analysis.  HHS/ 
CDC/NIOSH.  p.  52857 
09-20-0083  Diagnostic  Methods  for 
Identifigation  of  Occupational 
Diseases  through  Biopsy  and/or 
Autopsy  Specimens.  HHS/CDC/ 
NIOSH.  p.  52858 

09-20-0086  Surveillance  of  Persons  on 
Isoniazid  Preventive  Treatment  for 
Tuberculosis.  HHS/CDC/ CPS.  p. 

52859 

09-20-0087  Surveillance  of  Inadvertent 
Vaccination  during  Pregnancy.  HHS/ 
CDC/CPS.  p.  52860 
09-20-0088  Subacute  Sclerosing 
Panencephalitis  Surveillance.  HHS/ 
CDC/CPS.  p.  52861 
09-20-0089  Studies  of  Treatment  of 
Tuberculosis  and  other 
Mycohacterioses.  HHS/CDC/CPS.  p. 

52862 

09-20-0090  Studies  of  Testing  for 
Tuberculosis  and  other 
Mycohacterioses.  HHS/CDC/CPS.  p. 

52863 

09-20-0093  Tuberculosis  Preventive 
Therapy  Studies.  HHS/CDC/CPS.  p. 

52864 

09-20-0094  Studies  of  Drug  Resistant 
Tuberculosis  Cases /Contacts.  HHS/ 
CDC/CPS.  p.  52865 


09-20-0095  Varicela  Zoster  Immime 
Globulin  Records  on  High  Risk 
Immunosuppressed  Children  Exposed 
to  Chickenpox.  HHS/CDC/CPS.  p. 
52866 

09-26-0096  Tuskegee  Study  of 
Untreated  Sjrphilis  Medical  Care 
Program.  HHS/CDC/CPS.  p.  52867 
09-20-0097  Studies  of  the  Effects  of 
BCG  Vaccinations  for  Tuberculosis. 
HHS/CDC/CPS.  p.  52868 
09-20-0098  Congential  Rubella 
Registry.  HHS/CDC/CPS.  p.  52870 
09-20-0102  Alien  Mental  Waiver 
Program.  HHS/CDC/CPS.  p.  52871 
09-20-0103  Alien  Tuberculosis  Follow¬ 
up  Program.  HHS/CDC/CPS.  p.  52872 
09-2O7OIO6  Specimen  Handling  for 
Testing  and  Related  Data.  HHS/CDC/ 
CID.  p.  52873 
09-20-0107  Dengue  and 
Schistosomiasis  Research  Studies. 
HHS/CDC/CID.  p.  52874 
09-20-0112  CDC  ^change  Visitor  and 
Guest  Researcher  Records.  HHS/ 
CDC/OAM.  p.  52875 
09-20-0113  Epidemic  Investigation 
Case  Records.  HHS/CDC/CID.  p. 

52876 

09-20-0117  Medical  and  Test  Record 
Results  of  Individuals  Involved  in 
NIOSH  Laboratory  Studies.  HHS/ 
CDC/NIOSH.  p.  52877 
09-20-0118  Study  at  Work-Sites  where 
Agents  Suspected  of  Being 
Occupational  Hazards  Exist,  HHS/ 
CDC/NIOSH.  p.  52878 
09-20-0136  Epidemiologic  Studies  and 
Surveillance  of  Disease  Problems, 
HHS/CDC/CID.  p.  52879 
09-20-0137  Passport  File.  HHS/CDC/ 
FMO.  p.  52881 

09-20-0138  Epidemic  Intelligence 
Service  Officers  Files,  HHS/CDC/ 
EPO.  p.  52881 

09-20-0147  Occupational  Health 
Epidemiological  Studies,  HHS/CDC/ 
NIOSH.  p.  52882 

09-20-0148  Results  of  Occupational 
Hearing  Studies.  HHS/CDC/NIOSH. 
p.  52884 

09-20-0149  General  Industry  Morbidity 
Studies.  HHS/CDC/NIOSH  p.  52885 
09-20-0150  Morbidity  Studies  in  Coal 
Mining  Activities.  HHS/CDC/NIOSH. 
p.  52886 

09-20-0151  Mortality  Studies  in  Coal 
Mining  AcUvities,  HHS/CDC/NIOSH. 
p.  52887 

09-26-0152  MortaUty  Studies  in  Non- 
Coal  Mining  Activities,  HHS/CDC/ 
NIOSH.  p.  52888 

09-20-0153  General  Industry  Mortality 
Studies.  HHS/CDC/NIOSH,  p.  52890 
09-20-0154  Medical  and  Laboratory 
Studies.  HHS/CDC/NIOSH.  p.  52891 
09-20-0155  Morbidity  Studies  in  Metal 
and  Non-Metal  Mining  Activities, 
HHS/CDC/NIOSH.  p.  52892 


09-20-0156  Cytotechnologist 
Proficiency  Answer  Sheets  and  Test 
Results  (Medicare),  HHS/CDC/LIPO. 
p.  52894 

09-20-0157  Clinical  Laboratory 
Technologists  Proficiency  Answer 
Sheets  and  Test  Results  (Medicare), 
HHS/CDC/LIPO.  p.  52894 
09-20-0158  Independent  Laboratory 
Directors  Proficiency  Answer  Sheets 
and  Exam  Results  (Medicare),  HHS/ 
CDC/UPO.  p.  52895 
09-20-0159  Records  of  Subjects  in 
Certification,  Testing  and  Safety 
Studies  of  Personal  Protective  Devices 
for  Hazardous  Work  Environments, 
HHS/CDC/NIOSH.  p.  52896 
09-20-0160  Records  of  Subject  in 
Health  Education  Studies,  HHS/CDC/ 
CHPE.p.  52897 

Health  Services  Affaninistration  (HSA) 

09-15-0001  Division  of  Federal 
Employee  Occupational  Health, 
Employee  Health  Records,  HHS/ 
HSA/BMS.  p.  52900 
09-15-0002  Record  of  Patients’ 

Personal  Valuables  and  Monies, 
HHS/HSA/BMS.  p.  52901 
09-15-0003  Contract  I^ysicians  and 
Consultants,  HHS/HSA/BMS.  p. 

52901 

09-15-0004  Federal  Employee 
Occupational  Health  Data  System, 
HHS/HSA/BMS.  p.  52902 
09-15-0005  Dental  Research — 
Evaluation  of  Restorative  Materials, 
HHS/HSA/BMS.  p.  52903 
09-15-0006  Cooperative  Research 
Studies  System:  Coronary  Artery 
Disease,  HHS/HSA/BMS.  p.  52904 
09-15-0007  Patients  Medical  Record 
System  PHS  Hospitals/Clinics,  HHS/ 
HSA/BMa  p.  52905 
09-15-0008  ^ergency  Non-PHS 
Treatment  Authorization  File,  HHS/ 
HSA/BMS.  p.  52908 
09-15-0009  Cooperative  Research 
Studies  System:  Pyelonephritis,  HHS/ 
HSA/BMS.  p.  52908 
09-15-0010  Cooperative  Research 
Studies  System:  Essential 
Hypertension,  HHS/HSA/BMS.  p. 
52909 

09-15-0018  Unofficial  Vital  Records 
System.  HHS/HSA/IHS.  p.  52910 
09-15-0019  Health  and  Medical 
Records  Systems,  HHS/HSA/IHS.  p. 
52911 

09-15-0022  Accounts  Receivable, 
HHS/HSA/BMS.  p.  52917 
09-15-0026  Medical  Fellowships  and 
Educational  Loans,  HHS/HSA/OA.  p. 
52918 

09-15-0027  National  Health  Service 
Corps  (NHSC),  Bureau  of  Medical 
Services  (BMS)  and  Indian  Health 
Services  (IHS)  Pre-Applicant 
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Recruitment  and  Provider  File,  HHS/ 
HSA/BHPDS.  p.  52918 
09-15-0028  PHS  Clinical  Affiliation 
Trainee  Records,  HHS/HSA/BMS.  p. 
52919 

09-15-0029  PHS  Beneficiary-Contract 
Medical/Health  Care  Records,  HHS/ 
HSA/BMS.  p.  52920 
09-15-0034  Health  Care  Provider 
Profile,  HHS/HSA/BMS.  p.  52921 
09-15-0037  Public  Health  Service 
Scholarship  and  National  Health 
Service  Corps  Scholarship  Programs, 
HHS/HSA/BHPDS.  p.  52922 
09-15-0038  Disability  Claims  of  the 
Nursing  Student  Loan  Program,  HHS/ 
HSA/BHPDS.  p.  52923 
09-15-0039  Disability  Claims  in  the 
Health  Professions  Student  Loan 
Program,  HHS/HSA/BHPDS.  p.  52924 
09-15-0040  Health  Professions  Student 
Loan  Repayment  Program,  HHS/ 
HSA/BHPDS.  p.  52925 
09-15-0041  Health  Professions  Student 
Loan  Cancellation,  HHS/HSA/ 

BHPDS.  p.  52925 

09-15-0042  Physician  Shortage  Area 
Scholarship  Program,  HHS/HSA/ 
BHPDS.  p.  52926 

09-15-0043  Cuban  Loan  Program, 
HHS/HSA/BHPDS.  p.  52927 
09-15-0044  Health  Education 
Assistance  Loan  Program  (HEAL) 

Loan  Control  Master  File,  HHS/HSA/ 
BHPDS.  p.  52927 

Food  and  Drug  Administration  (FDA) 

09-10-0002 — ^Regulated  Industry 
Employee  Enforcement  Records. 
HHS/FDA/ACMO.  p.  52930 
09-10-0003 — FDA  Credential  Holder 
File,  HHS/FDA/EDRO.  p.  52931 
09-10-0004 — Communications  (Oral  and 
Written)  With  the  Public,  HHS/FDA/ 
ACMO.  p.  52932 

09-10-0005 — State  Food  and  Drug 
Official  File.  HHS/FDA/EDRO.  p. 
52933 

09-10-0006 — Radiation  Registry  of 
Physicians,  HHS/FDA/BRH.  p.  52934 
09-10-0007 — Science  Advisor  Research 
Associate  Programs  (SARAP),  HHS/ 
FDA/EDRO.  p.  52935 
09-10-0008 — Radiation  Protection 
Program  Personnel  Monitoring 
System.  HHS/FDA/BRH.  p.  52936 
09-10-0000 — Special  Studies  and 
Surveys  on  TOA-Regulated  Products, 
HHS/FDA/ACMO.  p.  52936 
09-10-0010— Bioresearch  Monitoring 
Information  System,  HHS/FDA/BD.  p. 
52937 

09-10-0011 — Certified  Retort  Operators 
HHS/FDA/BF.  p.  52938 
09-10-0012 — Association  of  Official 
Analytical  Chemists  (AOAC)  Member 
File,  HHS/FDA/ AOAC.  p.  52939 
09-10-0013 — Employee  Conduct 
Investigative  Records,  HHS/FDA/ 
ACMO.  p.  52939 


09-10-0014 — Service  Contractor 
Employee  Investigative  Records  HHS/ 
FDA/ ACMO.  p.  52940 
09-10-0015 — ^Blood  Donors  for  Tissue 
Typing  Sera  and  Cell  Analysis  and 
Related  Research,  HHS/FDA/BB.  p. 
52941 

09-10-0017 — ^Epidemiological  Research 
Studies  of  the  Bureau  of  Radiological 
Health.  HHS/FDA/BRH.  p.  52942 
09-10-0018 — Employee  Identification 
Card  Information  Record,  HHS/FDA/ 
ACMO,  p.  52943 

Social  Security  Administration  (SSA) 

09-60-0001 — Commissioner’s 
Correspondence  File,  HHS/SSA/OC. 
p. 52947 

09-60-0002 — ^Automated  Controlled 
Correspondence  Extraction  System, 
HHS/SSA/OGA.  p.  52948 
09-60-0003— Hearing  File,  HHS/SSA/ 
OHA.  p.  52949 

09-60-0004— Appeals  File,  HHS/SSA/ 
OHA.  p.  52949 

09-60-0005 — Hearing  Office  File,  HHS/ 
SSA/OHA.  p.  52950 
09-60-0006 — Storage  of  Hearing 
Records:  Tape  Cassettes  and 
Audiograph  Discs,  HHS/ SSA/ OHA,  p. 
52951 

09-60-0008 — ^Administrative  Law  Judge’s 
File,  HHS/SSA/OHA.  p.  52951 
09-60-0009 — ^Hearings  and  Appeals 
Case  Control  System,  HHS/SSA/ 
OHA.  p.  52952 

09-60-0012 — ^Listing  and  Alphabetical 
Name  File  (Folder)  of  Vocational 
Experts,  Medical  Advisors  and 
Medical  Consultants,  HHS/SSA/ 

OHA.  p.  52952 

09-60-0013 — Records  of  Usage  of 
Medical  Advisors  and  Medical 
Consultants,  HHS/SSA/OHA.  p. 

52953 

09-60-0014 — Curriculum  Vitae  and 
Professional  Qualifications  of  Medical 
Officers  and  Medical  Advisors  and 
Medical  Consultants  and  Resumes  of 
Vocational  Experts,  HHS/SSA/OHA. 
p.  52953 

09-60-0015 — List  of  Physicians  Utilized 
as  Readers  of  Black  Lung  X-Ray  Films, 
HHS/SSA/OHA.  p.  52917 
09-60-0017 — ^Personnel  Research  and 
Merit  Promotion  Test  Records,  HHS/ 
SSA/OMBP.  p.  52955 
09-60-0030 — Employee  Housing  Request 
Files,  HHS/SSA/OMBP.  p.  52955 
09-60-0031 — Employee  Production  and 
Accuracy  Records,  HHS/SSA/OMBP. 
p.  52956 

09-60-0032 — ^Debtors,  Credit  Counseling 
and  Consumer  Protection,  HHS/SSA/ 
OMBP.  p.  52956 

09-60-0033 — ^Request  for  Review  of 
Proposed  Contacts  with  Experts  and 
Consultants.  HHS/SSA/OMEP.  p. 
52957 


09-60-0037 — General  Criminal 
Investigation  Files,  HHS/SSA/OMBP. 
p,  52957 

09-60-0038 — ^Employee  Identification 
Card  Files  (Building  Passes),  HHS/ 
SSA/OMBP.  p.  52958 
09-60-0040 — Quality  Review  System, 
HHS/SSA/OA.  p.  52959 
09-60-0042 — Quality  Review  Case  Files, 
HHS/SSA/OA.  p.  52960 
09-60-0044 — Disability  Determination 
Service  Processing  File,  HHS/SSA/ 
ODP.  p.  52961 

09-60-0045 — ^Black  Lung  Payment 
System,  HHS/SSA/OURV.  p.  52962 
09-60-0046 — Consultative  Physician 
File,  HHS/SSA/ODP.  p.  52962 
09-60-0047-^ritical  Case  Processing 
Time,  HHS/SSA.  p.  52965 
09-60-0049 — Disability  Data  Record, 
HHS/SSA.  p.  52963 

09-60-0050 — Completed  Determination 
Record — Continuing  Disability 
Determinations,  HHS/SSA.  p.  52964 
09-60-0051 — ^Administrative 
Disallowance  Records  for  Technical 
Denials,  HHS/SSA.  p.  52964 
09-60-0052 — ^Disposition  of  Vocational 
Rehabilitation  Report  to  Social 
Security  Administration,  HHS/SSA/ 
ODP.  p.  52965 

09-60-0053 — ^Reimbursement  From  Trust 
Fund  for  Vocational  Rehabilitation 
Services.  HHS/SSA/ODP.  p.  52965 
09-60-0056 — Vocational  Rehabilitation 
Savings  Calculations,  HHS/SSA/ 
ODP.  p.  52966 

09-60-0057 — Quality  Evaluation  Data 
Records.  HHS/SSA/OA.  p.  52966 
09-60-0058 — Master  Files  of  Social 
Security  Number  Holders,  HHS/SSA/ 
OEER.  p.  52967 

09-60-0059 — ^Earnings  Recording  and 
Self-Employment  Income  Systems, 
HHS/SSA/OEER.  p.  52968 
09-60-0063 — ^Resource  Accounting  and 
Project  Management  Systems,  HHS/ 
SSA/OS.  p.  52969 
09-60-0065 — ^Direct  Input  Source 
Document,  HHS/SSA/ ARC-FO.  p. 
52970 

09-60-0066 — Claims  Development 
Record,  HHS/SSA/ ARC-FO.  p.  52970 
09-60-0069 — ^Record  of  Claims 
(Microfiche)  HHS/SSA/ARC-FO.  p. 
52970 

09-60-0075 — Congressional  Bills  File, 
HHS/SSA/ARC-FO.  p.  52971 
09-60-0077— ^Congressional  Inquiry  File, 
HHS/SSA/ARC-FO.  p.  52971 
09-60-0078 — Public  Inquiry 
Correspondence  File,  HHS/SSA/ 
ARC-FO.  p.  52972 

09-60-0080— Problem  Case  File,  HHS/ 
SSA/ ARC-FO.  p.  52972 
09-60-0081 — ^Problem  Case  File 
(Supplemental  Security  Income), 
HHS/SSA/ARC-FO.  p.  52972 
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09-60-0082 — Forced  Payment  File 
(Supplemental  Security  Income], 
HHS/SSA/ARC-FO.  p.  52973 
09-60-0083 — One  Time  Payment  File, 
HHS/SSA/ARC-FO.  p.  52973 
09-60-0084 — Control  File  for  Cases 
Before  Presiding  Officers,  HHS/SSA/ 
ARC-FO.  p.  52973 

09-60-0085— Claims  Leads,  HHS/SSA/ 
ARC-FO.  p.  52974 

09-60-0089 — Claims  Folders  and  Post- 
Adjudicative  Records  of  Applicants 
for  and  Beneficiaries  of  Social 
Security  Benefits,  HHS/SSA/OOPP  p. 
52974 

09-60-0090 — ^Master  Beneficiary  Record, 
HHS/SSA/OURV.  p.  52976 
09-60-0091 — Social  Security 
Administration  Claims  Control 
System,  HHS/SSA/OURV.  p.  52978 
09-60-0092 — Automated  Control  For 
Case  Folders.  HHS/SSA/OURV.  p. 

52978 

09-60-0094 — Recovery  Accoimting  for 
Overpayments,  HHS/SSA/OURV.  p. 

52979 

09-60-0095 — Health  Insurance 
Overpayment  Ledger  Cards,  HHS/ 
SSA/OURV.  p.  52980 
09-60-0097 — Program  Integrity  Case 
Files.  HHS/SSA/OA.  p.  52980 
09-60-0102 — Fee  Ledger  System  for 
Representatives,  HHS/SSA/OIP.  p. 

52981 

09-60-0103 — Supplemental  Security 
Income  Record,  HHS/SSA/OURV.  p. 

52982 

09-60-0110 — Supplemental  Security 
Income  File  of  Refunds,  HHS/SSA/ 
OURV.  p.  52983 

09-60-0111 — ^Debit  Voucher  File 
(Supplemental  Security  Income],  HHS- 
SSA/OURV.  p.  52984  , 


09-60-0117 — Age  at  First  Payment  of 
Retirement  Insurance  Benefits,  HHS/ 
SSA/OP.  p.  52984  , 

09-60-0118 — ^Non-Contributory  Military 
Service  Reimbursement  System,  HHS/ 
SSA/OP.  p.  52985 

09-60-0119-^pecial  Age  72  Benefit 
Trust  Fund  Transfer  Project,  HHS/ 
SSA/OP.  p.  52985 

09-60-0128 — ^Retirement,  Survivors  and 
Disability  Insurance  Claims  Study, 
HHS/SSA/OA.  p.  52986 
09-60-0129 — ^Adju^cation  of 
Supplemental  Security  Income  Claims 
Study,  HHS/SSA/OA.  p.  52986 
09-60-0148 — ^Matches  of  bitemal 
Revenue  Service  and  Social  Security 
Administration  Data  with  Census 
Survey  Data  (]oint  Social  Security 
Administration/Census  Statistics 
Development  Project],  HHS/SSA/OP. 
p.  52987 

09-60-0149 — Matches  of  Internal 
Revenue  Service  and  Social  Security 
Administration  Data  (Joint  Social 
Security  Administration/Treasury 
Department  Statistics  Development 
Project],  HHS/SSA/OP.  p.  52988 
09-60-0159 — Continuous  Work  History 
Sample  (Statistics],  HHS/SSA/OP.  p. 
52988 

09-60-0184 — Hearing  Office  Master^ 
Calendar,  HHS/SSA/OHA.  p.  52989 
09-60-0186— SSA  Litigation  Tracking 
System,  HHS/SSA/OR  p.  52989 
09-60-0196 — Disability  Studies  Surveys, 
Records  and  Extracts  (Statistics], 
HHS/SSA/OP.  p.  52990 
09-60-0198 — Extramural  Research 
Administrative  File,  HHS/SSA/OP.  p. 
52991 

09-60-0199 — Extramural  Survey 
(Statistics],  HHS/SSA/OP.  p.  52991 


09-60-0200 — Retirement  and  Survivors 
Studies.  Surveys,  Records  and 
Extracts  (Statictics],  HHS/SSA/OP.  p. 
52992 

09-60-0202 — Old  Age,  Survivors  and 
Disability  Beneficiary  and  Worker 
Records  and  Extracts  (Statistics], 
HHS/SSA/OP.  p.  52993 
09-60-0203 — Supplemental  Security 
Income  (SSI]  Studies,  Surveys. 

Records  and  Extracts  (Statistics], 
HHS/SSA/OP.  p.  52994 
09-60-0206 — ^Repatriate  Records  System. 

HHS/SSA/OFA.  p.  52994 
09-60-0208 — ^Program  Integrity  Case 
Control  System,  HHS/SSA/OA.  p. 
52995 

09-60-0209 — Readership  Surveys  of  the 
Office  of  Research  and  Statistics, 
HHS/SSA/OP.  p.  52996 
09-60-0210 — ^Record  of  Individuals 
Authorized  Entry  to  the  Secured 
Automated  Data  Processing  (ADP] 
Area,  HHS/SSA/OMBP.  p.  52996 
09-60-0212 — Supplemental  Security 
Income  Operational  Quality 
Maintenance  System,  HHS/SSA/OA. 
p.  52997 

09-60-0213 — Quality  Review  of  Hearing. 
Processing  System,  HHS/SSA/OHA. 
p.  52997 

09-60-0214 — ^Personal  Identification 
Number  File,  (PINFile],  HHS/SSA/ 
OA.  p.  52998 

09-60-0216 — ^Indochina  Refugee,  Refugee 
Financial  Assistance  System,  HHS/ 
SSA/ORR.  p.  52999 
09-60-0217 — Cuban  Refugee 
Registration  Records.  HHS/SSA/ 

ORR.  p.  53000 
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